Sarah  2231 

wife  of 
Isaac  Finch 
died 

Oct.  27,  1846 

Aged  78  y'rs  8  mo's  &  27  d's 

Isaac  Finch 
died 

March  10,  1848 
Aged  85  y'rs  &  13  d - s 


HLRP,  09-03-77: 


Sarah  and  Isaac  Finch  must  be  Finches  who 
lived  at  Finch  Hill.  The  house  ised  to  be 
across  the  road  from  where  the  Greenfield  Fire 

5heP??L  Plldlng  iS  n°W  located  ^  Fxnch  Hin 

P?nch1?L?rb£nb"lldlng  USSd  t0  be  the  ' 


Carpenter  Finch 
died 

May  5,  1852 

AS  18  y's  6  m  &  19  d's. 


listed  as  tesidents  o/oreen^d  LsS:"”6  FlDCheS  are 


p.  484,  #23:  Isaac 
estate  owned  $400, 
on  Dec.  28,  1850) 


Finch,  age  63, 
Pa.  (listed  by 


male,  farmer, 
census  taker. 


value  of  real 
J.  B.  Mills, 


P-  484,  #24: 
census  taker. 


Lucinda  Finch,  age  47, 
J.  B.  Mills,  on  Dec. ' 


female , 
28,  1850) 


Pa. 


(listed  by 


P-  484,  #25: 
census  taker 


Carpenter  Finch,  age  17,  male,  farmer 
J Mills,  on  Dec.  28,  1850) 


(listed  by 


P-  484,  #26: 
census  taker 


Marilla [ ? ]  Finch,  age 
J.  B.  Mills,  on  Dec. 


13, 

28, 


P-  484,  #27: 
taker,  J.  b. 


John  Finch,  age  12,  male. 
Mills,  on  Dec.  28,  1850) 


female.  Pa.  (listed  by 
1850)  7 

Pa.  (listed  by  census 


The  Isaac  Finch  that  is  listed  in  the  ^ 

son  of  Isaac  and  Sarah  Finch s  6  census  is  probably  the 
Lucinda  Finch  that  is  listed  In  nUmber  7  above)-  The 

Carpenter  ^  **  '  ^1850 ) ^ 

probabil  ity ,  the 


